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PREFACE 




UR new catalogue for 1903-4 affords us the pleasure of again greeting our friends and customers, 
and an opportunity to thank them for their liberal patronage and courteous treatment. 

It has been our good fortune to share in a most satisfactory manner in the general expansion 
of trade during the past few years. We have been able to keep pace with the constantly increas- 
ing demand only by large additions to our plant and working force. A new four story factory is 
now nearing completion, and a large amount of new and special machinery is being installed which 
will furnish largely increased facilities for our mechanical departments, and enable us to meet all present demands 
with a margin for future increase. 

A reference to the following pages will show many new designs in Imitation French Marble, and Oak, Cabinet, 
Hanging and Mantel Clocks, while all those leading patterns which are still so popular with the general public are 
retained. In preparing new designs the utmost diligence is employed in studying the trend towards certain types, 
with the idea of producing patterns embodying up-to-date ideas perfectly adapted to the existing trade requirements, 
rather than a strained effort to create something "novel" to accumulate dust on your shelves or occupy valuable space in 
your warehouse. 

Our process of enameling produces a surface and lustre superior in appearance and durability to the finest im- 
ported work, the only process ever developed perfectly adapted to the purpose. Our Oak cases are varnished by 
immersion, thoroughly coating the case inside and out, which makes an extremely homogeneous and beautiful finish. 
Every clock is run and thoroughly tested before it leaves the factory and with proper usage is warranted a correct time- 
keeper. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



We shall continue to distribute our product through the medium of the jobber, making such liberal discount as 
will enable him to secure highly satisfactory profits, and yet meet the competition of those manufacturers who sell 
direct to the trade. While the positive advantage of this policy to the jobber is apparent, it is at the same time quite 
as beneficial to the retailer who enjoys every advantage in price, etc., that accrues from dealing direct with the manu- 
facturer, and is assured much more prompt delivery at a minimum cost for transportation on account of his proximity 
to the source of supply, the warehouse of every jobber being a local depot for the distribution of Ingraham Clocks. 

In the future, as in the past, "quality and reliability" shall be our watchword. The most experienced and skillful 
supervision and labor, the best material that money can buy, together with the experience gained by nearly three 
quarters of a century devoted to the science of clock making are the means with which we hope to attain this 
desired end. 

THE E. INGRAHAM COMPANY. 



The Standard (Nickel Alarm) packed fifty in a box. 

Era, Wizard, Ivan, Opal, Rival, Acme. Rex, Count and Ruby, packed four in a box. All other enameled clocks 

packed singly. 
All Oak and Walnut Mantle Clocks packed six in a box. 
Drop Octagon and Dew Drop Clocks packed six in a box. 
All other Hanging Clocks packed singly. 
When Clocks are packed regularly six in a box, an additional charge of eight cents net per clock is made for 

packing singly. 



THE STANDARD 




Dial, 4 1 -. Inches, Height, 6> 2 Inches. 

To take this Clock apart unscrew Ring and Feet. The Illustration is Full Size. 
Alarm, $1.60 



THE E. [NGRAHAM COMPANY, BRISTOL CONN. 



ERA 



Bight Day 



Hour — Cathedral Gong 




Patent Regulator. 



Dial, 5 Inches. 



Height. 10 Inches. 



Length o( Base 10 Inches. 



White or Fancy Dial. 



16.80 



This clock packed four ill a box. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



WIZARD 



Eight Day. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 



Height, 10% Inches. 



White or Fancy Dial, 



Length of Base 10 Inches. 



Tliis clock packed four in a box. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



IVAN 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 




White or Fancy Dial 



Dial, 5 Inches. Height, II Inches. Length of Base, 10 Inches. 

This clock packed four in. a box. 



Patent Regulator. 



.55 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



OPAL 

Half Hour — Cup Bell. Hour — Cathedral Gokg. 

Ik 




White or Fancy Dial, 



Dial, 5 Inches. Height, iOJi Inches. Length of Base, 11% Inches. 

This clock packed four in a box. 



Patent Regulator. 



.75 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



RIVAL 



Half Hour— Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




White or Fancy Dial, 



Dial, 5 Inches. 



Height, II Inches, 



Length of Base,'i2 Inches. 



This clock packed four in a box 



$6.90 



10 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



ry- 



Eight Day. 



ACME 



Half Hour — Cup Bell., 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

White or Fancy Dial, Metal Columns, 



Height, IIM Inches. 



Length of Base, 10% Inches. 



This clock packed four in a box. 



.00 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



11 



REX 



Eight Day 



Half Hour — Cup Bell. 



Hour — Catfiedral Gong 



Patent Regulator. 




Dial, 5 Inches. Height, 10,'i Inches. 

White or Fancy Dial. Marbleized Mouldings, ...... 

This clock packed four in a box 



Length of Base, 10 Inches. 



17.25 



12 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



COUNT 

Eight Day. Half Hour— Cup Bell. Hour— Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. Height, I2>4 Inches. 

White or Fancy Dial, Marbleized Mouldings, 

This clock packed four in a box 



Length of Base, 10 Inches. 



.90 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



13 



V 

Eight Day. 



MARBLEITE, No. 2 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 laches. 



Height, Hunches. 



White or Fancy Dial, ■ . $7.00 



14 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



MARBLEITE, No. 3 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 



Height, II Inches. 



White or Fancy Dial, 



.00 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



15 



MARBLEITE, No 4 



Eight Day. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 



Height, II Inches. 



White or Fancy Dial, 



.00 



16 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



MARBLEITE, No 5 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 



Height, II Inches. 



White or Fancy Dial, . 



17.00 



Eight Day. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Half Hour — Cup Bell. 



CUTE 

Hour — Cathedral Gong. 




Dial, 5 Inches. 



Height, II Inches. 



White or Fancy Dial, 



Width, io Inches. 



17 



Patent Regulatob. 



$7.0# 



18 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



Half Hour — Cup Bell. 



PEARL 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 



White or Fancy Dial, 



Height, II Inches. 



Width, 10 Inches. 



.00 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



19 



n '' 



BUDGET 



Eight Day. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 



Height, II Inches. 



Width, 10 Inches. 



White or Fancy Dial, . 



'.00 



20 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Y 



VERNAL 

Eight Day. Half Hour — Cup Bell. Hour — Cathedral Gong. Patent Regulator. 



Porcelain Dial, 




Dial, 5 Inches. 



Height, 10 Inches. 



Length of Base, 12% Inches. 



$7.50 



Any Black Clock Fitted with Porcelain Dial 50 Cents Additional, List. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



21 



Eight Day 



ALAMO 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 laches. Height, »% Inches. 

White or Fancy Dial, Marbleized Mouldings, 



Length of B«se, 14'n Inches. 



$7.75 



22 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



FOCUS 



Eight Day. 



Half Hour— Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches, Height, II Inches. 

White or Fancy Dial, Marbleized Mouldings, 



Length of Base, I5'a Inches. 



$7.95 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



JEWEL 



23 



Eight Day. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator 




Dial, 5 Inches. Height, 10% Inches. 

White or Fancy Dial, Marbleized Mouldings, 



Length of Base, 16 Inches. 



.10 



2-4 
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Eight Day. 



REGENT 

Half Hour — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, II Inches. 

White or Fancy Dial, Marbleized Mouldings and Columns, 



Length of Base, 17V, Inches. 



18.20 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



25 



Eight Day. 



LUZON 

Half Hour — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Length of Base, 15% Inches. 



Dial, 5 Inches. Height, n Inches. 

White or Fancy Dial, Marbleized Mouldings and Columns, ......... 

LUZON MAHOGANY, — Same as above except Mahogany finish and Imitation Onyx Columns 



$8.20 
$8.20 



26 
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CEYLON 



Eight Day. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, II Inches. 

White or Fancy Dial, Imitation Onyx or Metal Columns, 



Length of Base, IS Inchts. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



27 



Eight Day 



EDICT 

Half Hour — Cup Bell. Hour — Catfikdral Gong. Patent Regulator. 




Dial, 5 Inches. Height, II Inches. 

White or Fancy Dial, Marbleized Mouldings, Metal Columns, 



Length of Base, iS'o Inches. 



$8.45 



28 
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ADRIAN 

Eight Day. Half Hour — Cup Bell. Hour — Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. Height, II Inches. 

White or Fancy Dial, Marbleized Mouldings and Columns, 



Length of Base, I7V 2 inches. 



18.50 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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GALATEA 



Eight Day. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Rbgulato*. 




Dial, 5 laches. Height, II Inches. 

White or Fancy Dial, Marbleized Mouldings and Columns, 



Length of Base, 17% laches. 



$8.50 



30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



■■>. v 

Eight Day. 



EMPRESS 

Half Hour— Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, II Inches. 

White or Fancy Dial, Marbleized Mouldings, Metal Columns, 



Length of Base, I7> 2 Inches. 



18.75 



THE i: INGRAHAM COMPANY, BRISTOL, CONN 



::i 



ANCHOR 



Eight 1> v\ 



1 1 \i r Hon; — Cup Bkll. 



lloii: Cathedral < i « » n < ; . 



l'.\ I KM 111 01 LA roR 







DUl. i Inches. Heleht. II Inch;*. 

White <>r Fancy I)i;i! % Uarbleized Mouldings, Metal Columns, 



Lcntth of Base. 17 , Inchet. 



IS 75 



32 
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MORESQUE 

Eight Day. Half Hour — Cup Bell. Hour— Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. Height, II Inches. 

White or Fancy Dial, Marbleized Moulding, Imitation Onyx Columns 



Length of Base, 15 inches. 



$8.80 



THE E. INGRAHAM COMPANY, BRISTOL, CONN, 
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Eight Day. 



RUBY 



Half Hour — Cup Bell. 



Hour — Cathedral Gong 




Patent Regulator 



Dial, 5 Inches. 

White or Fancy Dial 



Height, ii < 4 Inches. Length of Base, n^ Inches. 



67.00 



34 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



ALCAZAR 



Eight Day. 



Half Hour— Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator 




Dial, 5 Inches. Height, 12 Inches. Length of Base, 12 Inches. 

White or Fancy Dial, Imitation Onyx Columns ....... 



.80 



1 K II I I ) \\ 



rill. 1. INGRAHAM C< >MPAN ^ , BRISTOL, CONN, 

ANCHOR MAHOGANY 

[alf Hour -Cup Bell. Hour--Cathedral Gong. 



:' , i : ■. i Ki ( IULATOR. 




Dial, 5 Inches. Height, n Inches. 

White or Fancy Dial. Imitation Onyx Columns 



Length of Base, !"]'.• Inches 



18.75 



3G 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



FALCON 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 12% Inches. 

White or Fancy Dial, Marbleized Mouldings, Metal Columns, 



Length of Base, T5 Inches. 



$.90 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



ARVERNE 



Eight Day. 



Half Hour — Cup Beli. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 12 Inches. 

White or Fancy Dial, Imitation Onyx or Metal Columns 



Length of Base, 15 Inches. 



$8.75 



38 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



Porcelain Dial, 



SYMBOL 

Half Hour — Cup Bell. Hour — Cathedral Gong. Patent Regulator. 




Dial, S Inches. Height, I2',' 2 Inchei. Length of Base, I3H Inches. 

Any Black Clock Fitted with Porcelain Dial 50 Cents Additional, List. 



.00 






KtCH 1 I ) \ •« 



! Ill I INGRAHAM COMPANY, BRISTOL, CONN 

SYLVAN SIGNET 



1 1 \t i Hour Cup Ki i i 




Hour Cathi drai ( ! ■ 




Dial, s Inches. Height, i.(\ tncbes, Length of Base, 11 Inches. 

V\ iti r Fancy Dial, Ma inj Finish . $8.75 White or Fancj Dial, Malachite Finish 



— 7.". 



40 
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Eight Day. 



AMAZON 

Half Houk — Cup Bell. Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 

White or Fancy Dial, Metal Columns, 



Height, 12 Inchjs. Length of Base, I5if Inches. 



.00 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 

BETA 



Eight Day. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, \\% Inches. 

White or Fancy Dial, Imitation Onyx or Metal Columns 



Length of Base, 13X Inches. 



*8.90 



42 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



FLORIN 



Eight Day. 



Half Hour — Cup Bbll. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, i2Vi Inches. Length of Base, I6V2 Inches. 

White or Fancy Dial, Marbleized Mouldings, Metal Columns, .... 



1.25 



THE K. INGRAHAM COMPANY, BRISTOL, CONN. 



43 






ERNA 



Eight Day. 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 113^ Inches. 

White or Fancy Dial, Hand Decorated Porcelain Columns 

Imitation Onyx or Metal Columns 



Length of Base, 15^ Inches. 



$9.25 

$8.75 



44 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



MONARCH 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 12 Inches. 

White or Fancy Dial, Marbleized Mouldings and Columns, 



Length of Base, 17' j inches. 



).50 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



47, 



Eight Day 



DIADEM 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 12 Inches. 

White or Fancy Dial, Imitation Onyx Columns . 



Length of Base, 16 Inches. 



$9.25 



46 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



GALAXY 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patp:nt Regulator. 




Dial, 5 Inches. Height, IIV 2 Inches. 

White or Fancy Dial, Imitation Onyx Columns, 



Length of Ease, 16% Inches. 



THE E. [NGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day 



GRENADA 



Hali I [our -Cup Bell. 



1 [our — Cathedral ( Jon 




Pa ii s i Regulator. 



Dial, 5 Inches. Height, 12 Inches. Length of Base, 12 Inches. 

White or Fanc\ Dial, Hand Decorated Porcelain Columns ..... 



4^ 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



TRITON 

Half Hour — Cup Bell. Hour — Cathedral Gong. Patent Regulator- 




Dial, 5 Inches. Height, II Inches. 

White/)!* Fancy Dial, Top, Base and Mouldings Marbleized, 



Length of Base, 16 Inches. 



#10. 25 



THE E. INGRAHAM COMPANY, BRISTOL. CONN 



49 



Eight Day. 



ERMINIE 



Half Hour— Cup Bell. 



Hour — Cathedral Cong. 



Patent Regulatob 




Dial, S Inches. Height, II Inches. 

White or Fancy^Dial, Mouldings and Columns Marbleized, 



Length of Base, I5>, Inches. 



$10.26 



50 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



CYCLE 



Half Hour — Cup Bell. 



Hour — Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, II Inches. Length of Base, I4K Inches. 

White or Fancy Dial, Marbleized Mouldings, Imitation Onyx Columns, . 

Cycle'Mahogany — Same as above except Mahogany finish and Imitation Onyx Columns, 



).75 
).75 



LAKE LINE 



CAYUGA— Oak. 




Dial, 6 Inches. 

Right Day, Strike, . 



Height, 22 inches. 



$3.50 



ITASCA— Oak. 




Dial, 6 Inches. 

Eight Day, Strike, 



Height, 22 Inches. 



83.50 



Fitted with Alarms or Gongs, 45 Cents Additional, List. 



S9 



LAKE LINE 

MICHA— Oak. KEUKA— Oak. 





Dial, 6 Inches. 

Eight Day,IStrike, 



Height, 22 Inches. Dial, 6 Inches. 

13.50 % Eight Day, Strike, . 
Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 22 Inches. 



$3.50 



LAKE LINE 



53 



ONEIDA-Oak. 




Dial, 6 Inches. 

Eight Day Strike, 



Ml 

Height, 22 Inches. 



$3.50 



SENECA— Oak. 




Dial, 6 Inches, 

Eight Day Strike, 



Height, 22 Inches. 



Fitted with Alarms or Gongs, 45 Cents Additional, List, 



18.50 



54 FLOWER LINE 

LILAC— Walnut. DAHLIA-Oak. 




Dial, 6 Inches. 

Right Day, Strike, 




Height, 22 Inches. Dial, 6 Inches. 

$3.50 Eight Day, Strike, 

Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 22 Inches. 



FLOWER LINE 



55 



ROSE— Walnut. 



^4j 



LILY— Oak. 




Dial, 6 Inches. 

Eight Day, Strike, 




Height, 22 Inches. Dial, 6 Inches. Height, 22 Inches. 

$3.50 Eight Day, Strike, .... 

Fitted with Alarms or Gongs 45 Cents, Additional, List. 



$3.50 



56 



FLOWER LINE 



TULIP— Walnut, 



VIOLET— Oak. 




Dial, 6 Inches. 

Eight Day, Strike, 




Height, 22 Inches. Dial, 6 Inches. 

$3.50 Eight Day, Strike, 

Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height 22 Inches. 



.50 




SPRING LINE 



57 



APRIL-Oak. 



Dial, 6 Inches. 

Eight Day, Strike, 



Height 24 Inches. 



$8.65 




Dial, 6 Inches. 

Eight Day, Strike, 



Height, 24 Inches. 



Fitted with Alarms or gongs, 45 Cents Additional, List. 
Packed, six clocks in a box. 



$3.65 



58 



SPRING LINE 

MAY-Oak. 




Dial, 6 Inches. Height, 2t Inches. 

Eight Day, Strike $3.65 

Fitted with Alarms or Gongs, 45 Cents Additional, 
List. Packed, six clocks in a box. 



NEW YORK 

OAK. 




Dial, 6 Inches. Height, 23 Inches. 

Eight Day, Strike, $4.10 

Fitted with Alarm or Gong, 45 Cents Additional, List. 



r b 



JUNE. 



SUMMER LINE 

JULY. 



59 



AUGUST. 




Dial, 5 Inches. Height, 18 Inches. 

Eight Day, Strike, Each, 

Fitted with Alarms or Gongs, 45 Cents Additional, List. 
Packed, six clocks in a box. 



Solid Oak. 



13.80 



60 



STAR LINE 



URANIA— Oak. 




Dial, 6 Inches. 

Eight Day, Strike, 



.$3.80 



THALIA— Oak. 




Dial, 6 Inches. 

Eight Day, Strike, 



Height 23 Inches. 



13.80 



Fitted with Alarms or Gongs, 45 Cents Additional, List. 



STAR LINE 



61 



DIANA— Oak. 



VESTA— Oak. 





Dial 6 inches. Height, 23 Inches. Dial, 6 Inches. Height, 23 Inches. 

Eight Day, Strike, 13.80 Eight Day, Strike, $3.80 

Fitted with Alarms or Gongs, 45 Cents Additional, List. 



02 



STAR LINE 



AURORA— Oak. 




Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. 



MINERVA— Oak, 




Dial, 6 Inches. 

S-i.HO Eight Day, Strike, 

Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



$3.80 



RIVER LINE 



63 



DELAWARE— Oak. 




Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. 



$3.95 



SUWANEE— Oak. 




Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. 



13.95 



Fitted with Alarms or Gongs, 45 Cents Additional, List. 



64 



BRAZOS-Oak 



RIVER LINE 




Dial, 6 Inches. 

Eight Day, Strike, 



GILA— Oak. 



Height, 23 Inches. Di a l, 6 Inches. 

. • ; • $8.95 Eight Day, Strike, 

Fitted with Alarms or Gongs, 45 Cents Additional List. 




Height, 23 Inches. 



$3.95 



RIVER LINE 



65 



WABASH— Oak. 




Dial, 6 Inches. 

Eight Day, Strike, 



NIAGARA— Oak. 




Height, 23 Inches. Dial, 6 Inches. 

13.95 Eight Day, Strike, 

Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



5.95 



66 



ARMY AND NAVY 

M'KINLEY— Oak. MAINE— Oak. 





Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. Dial, 6 Inches. 

$4.10 Eight Day, Strike, 

Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



$4.10 



ARMY AND NAVY 

PEACE-Oak. EMBLEM— Oak. 



67 




Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. 




^J r 



IP 1 



Dial, 6 Inches. 

$4.10 Eight Day, Strike, 

Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



$1.10 
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ARMY AND NAVY 



DEWEY— Oak. 




Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. 



LEE— Oak. 




Dial, 6 Inches. 

$4.10 Eight Day, Strike, 

Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



$4.10 



STATE LINE 
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IOWA— Oak. 




wiwiwwwwmjwwmwwwwwwmwwn 



Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. 



OHIO— Oak, 







Dial, 6 Inches. 

$4.35 Eight Day, Strike, 

Fitted with Alarms or Gongs, 45 Cents Additional, List. 



Height, 23 Inches. 



1.35 
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STATE LINE 



UTAH— Oak. 







Eight Day, 



Dial, 6 Inches. 

Strike, 



Height, 23 Inches. 



$4.35 



VIRGINIA-Oak. 




Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. 



$4.35 



Fitted with Alarms or Gongs, 45 Cents Additional, List. 



STATE LINE 
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TEXAS— Oak. 










rmr*prnrrvmermrr*'rt~'rprrmrr>'r^r-^r**rr' 



Dial, 6 Inches, Height, 23 Inches. 

Eight Day, Strike, .... 14.35 



INDIANA— Oak. 




Dial 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. 



$4.35 



Fitted with Alarms or Gongs, 45 Cents Additional, List. 
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SEMI-CABINETS 



SIREN. 




LOTUS. 




Golden Oak Finish. Verde Finish. 

Dial, 6 Inches. Height, 19 Inches. Dial, 6 Inches. Height, 19 Inches. 

Eight Day, Strike, $4.35 Eight Day Strike, .... 

Fitted with Alarms or Gongs, 45 Cents Additional, List. 
Packed, 6 clocks in a box. 



$4.35 



SEMI-CABINETS 

AGATE. 



NEW YORK HANGING-Oak, ™ 




Mahogany Finish. 

Dial, 6 Inches. Height, 19 laches. 

Eight Day, Strike, $4.35 

Fitted with Alarms or Gongs, 45 Cents Additional, List. 
Packed, 6 clocks in a box. 




Dial, 6 Inches. Height 26 Inches. 

Eight Day, Strike, $4.55 

Fitted with Alarms or Gongs, 45 Cents Additional, List. 



74 ITASCA HANGING-Oak. 



SUWANEE HANGING-Oak. 




All Oak or 

Walnut Mantel Clocks 

fitted with a 

Drop Bracket 

when so ordered, 

45 cents additional, 

list. 

Level, 15 cents 

additional, list. 

Gongs or Alarms, 

45 cents additional, 

list. 

Calendar, 40 cents 

additional, list 




Dial, 6 Inches. 

Eight Day, Strike, 



Height, 25'/ 2 Inches. 



Dial, 6 Inches. 

$4.10 Eight Day, Strike, 



Height, 26 Inches. 



1.55 



STAR LINE 

DIANA — Oak, Barometer and Thermometer. VESTA — Oak. 
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Height, 23 Inches. 



Dial, 6 Inches. Height, 23 Inches. Dial, 6 Inches. 

Eight Day, Strike, . . . . ' . $4.35 Eight Day, Strike, . $4.35 

Fitted with Gongs or Alarms 45 cts. additional, list. Any Oak Mantel Clock fitted with Barometer and Thermometer, 55 cts. additional, list. 
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STAR LINE 

THALIA— Oak. URANIA CALENDAR— Oak. 

Barometer and Thermometer. 




Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. 




Dial, 6 Inches. 

$4.35 Eight Day, Strike, 

We can not fit Alarms in Calendar Clocks. 



Height, 23 Inches. 



$4.75 



STAR LINE 
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AURORA CALENDAR— Oak. 



MINERVA CALENDAR— Oak. 



Barometer and Thermometer. 





Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. Dial, 6 Inches. 

14.75 Eight Day, Strike, 

We can iiot fit Alarms in Calendar Clocks. 



Height, 23 Inches. 



78 TOPAZ CALENDAR— Oak. 



CHICAGO CALENDAR— Oak. 



Barometer and Thermometer. 




r» ■ j ill rrj i n i I Jl & Jl JT.J JT ! Sl • at 31 11 11 a 
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Dial, 6 Inches. 

Eight Day Strike, 



Height, 23 Inches. 




$5.30 



Dial, 6 Inches. 

Eight Day, Strike, 



Height, 23 Inches. 



&5.70 



Any Oak Mantel or Hanging Clock fitted with Barometer and Thermometer, 55 cents additional, list. Calendar, 40 cents additional, list. 



THE E. INGRAM AM COMPANY, BRISTOL, CONN. 
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CABINET, NO. 7. 

Eight Day. Half Hour— Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 



CABINET, NO. 8. 

Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. 



Height, I5" 2 Inches. 



White or Fancy Dial, Natural Wood Columns, $5.00 




' - i 




r 



~K 



Dial, 5 Inches. 



Height, 15% Inches. 



White or Fancy Dial, Imitation Onyx^Columns, $5.00 



Fitted with Alarm, 45 Cents Additional, List. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



CABINET, NO, 13. 

Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 




CABINET, NO. U. 

Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 




Dial, S Inches. Height, 15% Inches. 

White or Fancy Dial, .... fL75 White or Fancy Dial, 

Fitted with Alarm, 45 Cents Additional, List. 



Dial, 5 Inches. Height, l5Vi Inches. 



$4.75 



THE E. (NGRAHAM COMPANY, BRISTOL, CONN. 



CABINET, No. 15. 



EIGHT Day. Half Hon: CUP BELL, 
Houb — Cathbdbal Gong. Patent Regulator 




ws'zmMfmmiQm&im 




Dial, S Inches. 

White or Fancy Dial, . 



Height, IS'; Inches. 



W.7o 



CABINET, No. 16. 



Eight Day. Half Hour— Cup Bell. 
Houb — Cathbdbal (J<>n<.. Patent Regulatob 



4 Z+K 



SX) 



?3? 







immmMmm^mmm 




Dial, 5 Inches. 

White or Fancy Dial, . 



Helght.'IS-, Inches. 



14.75 



Fitted with Alarm. 45 Cents Additional, I-i>t 



82 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



CABINET, No. *7. 

Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. 

White or Fancy Dial, 



Height, ISV2 Inches. 



CABINET, No. 18. 

Eight Day. Half Hour— Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 







Bmim^^mtmttii ^m*m^MMMf^M^^ 




Dial, 5 laches. 

$4.75 White or Fancy Dial, 

Fitted with Alarm, 45 Cents Additional, List. 



Height, 15% Inches. 



1.75 



THE E. INGRAIIAM COMPANY, BRISTOL, CONN. 
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CABINET, A. 



Eight Day. Half Hour— Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 



CABINET, B. 



Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. 

White or Fancy Dial, 



Height, 1SV2 Inches 




mmmmssmMmimis 




Dial, 5 Inches. 

15.00 White or Fancy Dial, 
Fitted with Alarm, 45 Cents Additional, List. 



Height, 15% Inches. 



$5.00 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



CABINET, C. 



Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 



CABINET, D. 

Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 





t mmmiimmmmmm^fmmmmm} 



Dial, 5 Inches. 

White or Fancy Dial, 



Height, ISy 2 Inches. Dial, 5 Inches. 

$55.00 White or Fancy Dial, 
Fitted with Alarm, 45 Cents Additional, List. 



Height, iSVa Inches. 



$5.00 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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CABINET, E. 



Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. 

White or Fancy Dial, 



Height, isy 2 Inches. 



CABINET, F. 



Eight Day. Half Hour — Cup Bell. 
Hour — Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. 

15.00 White or Fancy Dial, 
Fitted with Alarm, 45 Cents Additional, List. 



Height, 15% Inches. 



$5.00 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



MILFORD. 

Oak or Walnut. 




Dial, 12 Inches. 



Eight Day, Time, 
Eight Day, Strike, 



15.50 



LOBBY. 

Solid Oak. 




Dial, 12 Inches. 



.50 Eight Day, Time, 



$9.00 



LYRIC 



Solid Oak. 




Dial, 12 Inches. 



Height, 27 Inches. 



Eight Day, Time, 

Eight Day, Strike, 

Eight Day, Time, Calendar, 

Eight Day, Strike, Calendar, 



$5.45 
6.45 

5.85 
6.85 



DROP OCTAGON. 

Solid Oak. 




Dial, 12 Inches. Height, 25 Inches. 

Eight Day, Time, 85.30 

Eight Day, Strike, 6.30 

Eight Day, Time, Calendar, . . . 5.70 

Eight Day, Strike, Calendar, . . . 6.70 



DROP OCTAGON. 

Solid Oak. 




Dial, 10 Inches. 

Eight Day, Time, 

Eight Day, Strike, 

Eight Day, Time, Calendar, 

Eight Day, Strike, Calendar, 



Height, 21 Inches. 



£5.00 

6.00 
5.40 
6.-10 



HARTFORD 

Solid Oak. 




Dial, 12 Inches. 



Height, 32 Inches. 



Eight Day, Time, 

Eight Day, Strike, . . 

Eight Day, Time, Calendar, 

Eight Day, Strike, Calendar, 



$6.00 
7.00 
6.40 
7.40 



WESTERN UNION 

Solid Oak. 




Dial, 12 Inches. 

Eight Day, Time, 

Eight Day, Strike, 

Eight Day, Time, Calendar, , 

Eight Day, Strike, Calendar, 



Height, 37 Inches. 



fe6.45 
7 45 

G.85 

7.85 



RELIANCE 

Solid Oak. 




Eight Day, Time, 

Eight Day, Strike, 

Eight Day, Time, Calendar, 

Eight Day, Strike, Calendar, 



£7.00 
8.60 
8.00 
9.00 



' 



